ST.  PETER'S  CHURCH,  NEW  KENT.  Built  in  1703  at  a  cost  of  146,000  pounds  of  tobacco.  Tradition 
says  it  was  here  that  George  Washington  and  Mary  Custis  plighted  their  troth. 


